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The objective of Project SALAMANBER-II is to develop zero-lSH 
cigarettes of commercial quality. The cigarette range is 
basically the one described in the report of Project SPOTLESS. 

First priority in this context is to reduce the SH-values of ! 

RL-sheet. 

So far, a number of analytic procedures and smoke trapping 
systems have been tested. As the standard procedure of the ISH 
determination requires 60 cigarettes, it is tried to miniaturize 
this method in order to reduce the number of cigarettes required. 
This would be helpful when only small 1 numbers of experimental 
cigarettes are available. For this purpose a FTR-Huguenin rotary >. 
smoking machine has been adapted on which nine cigarettes are ) 
smoked to Coresta standards. Comparisons are being made between 
the two analytical systems in order to assure that both give 
comparable results. 

In the immediate future, the ISH will be determined on ex¬ 
perimental cigarettes, comparing whole smoke to Cambridge 
filtered smoke and' to determine the proportion of ISH-oxydized 
(cystine formation)' and ISH-derivatized (thiazolidines, etc. 
formation). This will be followed by a study of the reaction » 

products between smoke constituents and cysteine. 
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